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AIRTRANS — the most advanced and largest 
automatic ground transit system in the world, with 
one of the five jumbo terminals in the background. 
Airtrans provides service between administration 
offices, terminals, parking areas, and the hotel .. . 
a distance of 13 miles. 


CURTEICHCOLOR(R 3-D NATURAL COLOR REPRODUCTION (REG. U. S. A. PAT. OFF.) 












PLACE 
STAMP 
HERE 

Printed in ireland 


3 US TX1 


POST CARD 


